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Message Text 

UNCLASSIFIED 

PAGE 01 LONDON 07234 08I7I4Z 
ACTION OES-07 

INFO OCT-OI EUR- 1 2 EA-12 ISO-00 ACDA-I2 CIAE-00 INR-IO 
10-14 L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 
DODE-00 DOE-15 SS-15 SP-02 CEQ-01 PM-05 /131 W 

043738 081719Z/47 

R081705ZMAY78 
FM AMEMBASSY LONDON 
TO UEHC/SECSTATE WASHDC 5901 
INFO AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY COPENHAGEN 
AMEMBASSY EUBLIN 
AMEMBASSY LUXEMBOURG 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY THE HAGUE 
AMEMBASSY TOKYO 

UNCLAS LONDON 07234 

USEEC 

E.O. 11652: N/A 
TAGS: ENRG, TECH, UK 

SUBJECT: EURTHER PARLIAMENTARY ACTION ON WINDSCALE 

REE: LONDON 4696 

1 . THE SECOND PARLIAMENTARY DEBATE ON THE PROPOSED 
NUCLEAR EUEL REPROCESSING PLANT EXPANSION AT WINDSCALE 
WILL TAKE PLACE THE EVENING OF MONDAY, MAY 15. 

TECHNICALLY, THE PARLIAMENTARY MOTION APPROVING THE 
EXPANSION BECOMES EFFECTIVE AFTER MIDNIGHT, MAY 14. 

HOWEVER, THE NECESSARY SUPPORT HAS BEEN GAINED TO FORCE A 
DEBATE ON THE DEVELOPMENT ORDER (REFTEL), AND THE DEAD- 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LONDON 07234 081714Z 

LINE WILL BE SUSPENDED TO ACCOMMODATE THAT DEBATE. 

2. SOURCES IN HMG DOUBT THAT SUEFICIENT OPPOSITION WILL 
BE MUSTERED TO EORCE A DISAPPROVAL OF THE ORDER. 
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